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IMO  for  a  Safety  Review. 
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*  Reviewed  -  The  HS&E  Review  has  been  completed. 
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requester  asking  for  more  information.  You  should  use  the  'Review 
Comments'  field  below  to  specify  the  extra  information  you  need.  The 
extra  information  will  be  added  to  the  bottom  of  the  original  request  form, 
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Instructions  -  For  detailed  step  by  step  instructions  click 


Command  Order  5090. 1A  902  establishes  requirements  for  ensuring  the  continued  protection 
and  conservation  of  natural  resources  at  USMC  Blount  Island  Command  (BICmd).  All  proposed 
actions  and  projects  at  BICmd  shall  undergo  some  level  of  National  Environmental  Protection 
Act  (NEPA)  review. 

Use  this  form  to  supply  information  needed  for  the  NEPA  analysis. 

Directions  for  use: 

1  Enter  information  in  the  requested  fields,  then  press  the  "Save  Draft"  button. 

2.  Click  on  the  link  to  open  the  NEPA  checklist  template, 

3.  Complete  the  template  document  and  save  it  to  your  computer. 

4.  Click  on  the  related  documents  link.  Use  this  form  to  upload  the  checklist  and  any  other 
documents  needed  for  the  analysis. 

5.  You  may  press  "Save  Draft"  at  any  time  to  save  your  work  without  submitting  it. 

6.  When  you  are  ready,  press  the  "Submit"  button  to  submit  your  request. 

7.  Your  request  will  be  processed  by  an  automated  workflow. 

8.  You  will  receive  email  updates  as  the  workflow  progresses. 


Request  Type 


Request  Type: 


Action  Sponsor 


Point  of  Contact 


Project  Information 


LCJMCMC  Contractor  iCjNon  MCMC  1*5.; Undecided 


IMO  NEPA  Environmental  Specialist 
performs  the  Government  Sponsor 
Review  when  requests  are  submitted 
by  MCMC  contractors 

Approved  -  request  continues  to  next 
step 

Rejected  -  processing  ends 

Request  More  Information  -  Leaves  this 
task  on  your  task  list,  sends  an  email  to 
the  original  requester  asking  for  more 
information. 

In  Review  -  Leaves  this  task  on  your  task 
list  and  shows  it  as  'In  Progress'. 


IEPA  Workflow 
vernment  Sponsor 
Review 


Government  Sponsor  Review 


# 

Marine  Corps  Support  Facility  -  Blount  Isl 

and,  FL 

NEPA  Coordination 

Form  Versi 

on:  1,0.0,61 

Click  here  to  view  request 


Click  here  to  view  related  documents 


Please  review  the  request  by  clicking  the  links  above. 

Enter  your  comments  below,  select  'Approved'  or  'Rejected',  then  click  'Submit'  to  record 
your  choice, 

•  Approved  -  the  request  continues  to  the  next  step 

#  Rejected  -  processing  ends 

*  Request  More  Information 

-  Leaves  this  task  on  your  task  list,  sends  an  email  to  the  original 
requester  asking  for  more  information.  You  should  use  the  'Review 
Comments'  field  below  to  specify  the  extra  information  you  need.  The 
extra  information  will  be  added  to  the  bottom  of  the  original  request  form, 

•  In  Review  -  Leaves  this  task  on  your  task  list  and  shows  it  as  'In  Progress'. 


Due  on  or  before: 


5/5/2012 


Review  Comments: 


Review  Result: 


Y- 


Approved  r  Rejected  r  Request  More  Information 
In  Review 


Reviewer  and  Review  Date 


Click 'Submit1  to  process  the  request, 


Cancel  | 


NEPA  Workflow 
NEPA  Coordinator  Review 


Marine  Corps  Support  Facility  -  Blount  Island,  FL 


IMO  NEPA  Environmental 
Specialist  performs  the  NEPA 
Coordinator  Review 

Establish  due  dates 

Complete  the  'NEPA  Project 
Screening  Checklist'  by  using  the 
template 

Upload  the  completed  checklist  as 
a  related  document 

Determination  of  further  action 


Environmental  Impact  Analy 


1.  Complete  the  'NEPA  Project  Screening  Checklist'  by  using  the  template  located  here. 

2.  Upload  the  completed  checklist  as  a  related  document. 

3.  Then  make  your  determination  by  selecting  the  appropriate  radio  button  below  and 
pressing  the  'Submit'  button  at  the  bottom  of  the  form. 


Determination: 


Reviewer  and  Review  Date: 


r  No  further  NEPA  Action  is  deemed  appropriate.  To  the  best 
of  our  knowledge  and  belief,  this  project  does  not  have  the 
potential  to  negatively  impact  the  environment  and  has  been 
duly  considered  under  NEPA.  This  document  will  be  a 
permanent  addition  to  the  project  file  to  document  this  NEPA 
evaluation. 


c  NEPA  Approval  is  covered  by  another  NEPA  Coordination 

Request.  Selecting  this  option  will  complete  this  request. 


Reference  Information  (identify  the  other  request  below): 


r  There  is  a  potential  for  environmental  impacts  that  should 
be  reviewed  further  under  NEPA  by  the  Environmental  Impact 
Review  Board. 

Request  More  Information 
**  In  Review 


Click  'Submit'  to  process  the  task. 


Cancel  | 


Submit  | 


NEPA  Workflow  -  IMO  Planner  Prepare 
for  Environmental  Impact  Review 
Board  (EIRB) 


NEPA  Coordination 


CatoQorirai  Exclusion 


NEPA  Coor<y  IMO  Planner 
Review  (  Prep  for  EIRB 


The  IMO  NEPA  Planner  plans  for 
additional  information  for  EIRB 


The  NEPA  Coordinator  has  determined 
that  the  project  may  have 
environmental  effects 


The  Planner  must  provide  any 
additional  information  needed  for  the 
EIRB 


Prepare  the  information  needed  by  the 
EIRB,  including  a  demarcation  of  the 
site  area 


•1 


Marine  Corps  Support  Facility  -  Blount  Island,  FL 


NEPA  Coordination 


Form  Version:  1.0.0.56 


Planner  Additional  Information 


Click  here  to  view  request 


Click  here  to  view  related  documents 


The  NEPA  Coordinator  has  determined  that  the  project  may  have  environmental  effects.  The 
Planner  must  provide  any  additional  information  needed  for  the  EIRB. 


Please  review  the  request  by  clicking  the  links  above. 


Prepare  the  information  needed  by  the  Environmental  Impact  Review  Board,  including  a 
demarcation  of  the  site  area. 


When  you  are  ready,  select  the  'Completed'  option  and  press  'Submit'. 


•  Completed  -  The  Planner  has  prepared  any  additional  information  needed  for  the  EIRB. 

The  workflow  will  proceed  to  the  EIRB  task. 

•  Request  More  Information 

-  Leaves  this  task  on  your  task  list,  sends  an  email  to  the  original 
requester  asking  for  more  information.  You  should  use  the  'Preparation 
Comments'  field  below  to  specify  the  extra  information  you  need.  The 
extra  information  will  be  added  to  the  bottom  of  the  original  request 
form. 

•  Still  Preparing  -  Leaves  this  task  on  your  task  list  and  shows  it  as  'In  Progress'. 


Due  on  or  before: 


Preparation  Comments: 


Review  Result: 


Reviewer  and  Review  Date 


5/15/2012 


A 


Completed  r  Request  More  Information 
^  Still  Preparing 


J 


Click  'Submit*  to  process  the  request. 


Cancel 


Record  decision  of  the  EIRB 

Select  the  appropriate  'meeting 
outcome' 

In  Progress 

Request  More  Information 
Rejected  (Workflow  ends) 

Not  Approved  (Return  to  NEPA 
Coordinator) 

Categorical  Exclusion 
Environmental  Assessment 
Environmental  Impact  Statement 

Set  any  required  due  dates 


■PA  Workflow 
EIRB  Review 


Marine  Corps  Support  Facility  -  Blount  Island,  FL 

NEPA  Coordination  Form  Version:  1.0.0.97 


Environmental  Impact  Review  Board 


Click  here  to  view  request 


Click  here  to  view  related  documents 


Use  this  form  to  record  the  decision  of  the  Environmental  Impact  Review  Board. 

Select  the  appropriate  'meeting  outcome'  radio  button,  set  any  required  due  dates  and  then 
press  the  Submit  button. 


Review  Due  Date: 


EIRB  Meeting  Comments: 


Select  Meeting  Outcome: 


S/27/2012 


*•  In  Progress 


Request  More  Information 
Rejected  (Workflow  ends) 
Not  Approved 

(Return  to  NEPA  Coordinator) 

c  Categorical  Exclusion 

^  Environmental  Assessment 

Environmental  Impact 
Statement 


HQMC  Review  Due  Date: 


Final  Doc  Signing  Due  Date: 


Reviewer  and  Review  Date: 


Click  'Submit1  to  process  the  request. 


NEPA  Workflow 
-  Prepare  Categorical 
Exclusion 


lf40(JWT  ISV 


NEPA  Coordination 

NEPA  Coord.  IMO  Planner 
Submit  Review  Prep  for  EIRB 


EIRB 

Review  f  N** 


Catagorical  Exclusion 

• - 


f  HQMC  Final  Document 
Review  Signing 


If  the  EIRB  determines  request  qualifies  for 
a  categorical  exclusion 

Prepare  the  exclusion  documentation  for 
the  Commanding  Officer's  signature 

Use  Categorical  Exclusion  Letter  template 

Select  next  coordination  effort 

Still  Preparing 

Request  More  Information 

Awaiting  CO  Signature 

CO  Signed  (ends  workflow) 

Rejected  (ends  workflow) 

Needs  Revisions  (return  to  NEPA 
Coordinator) 


Marine  Corps  Support  Facility 

f  -  Blount  Island,  FL 

NEPA  Coordination 

Form  Version:  1.0.0.76 

Prepare  Categorical  Exclusion 


Click  here  to  view  request 


Click  here  to  view  related  documents 


The  Environmental  Impact  Review  Board  has  determined  that  this  request  qualifies  for  a 
categorical  exclusion. 

Please  prepare  the  exclusion  documentation  for  the  Commanding  Officer's  signature. 
When  you  are  ready,  select  the  'CO  Signed'  option  and  press  "Submit" 


Due  on  or  before: 


Template  Documents: 


Preparation  Comments: 


Select  Option: 


Reviewer  and  Review  Date: 


Click-  link  to  opon  tomploto 


rtm  *_*T  T  f  fJTU  \  L_‘  ,  - 

Categorical  Exclusion  Letter  j 


^  Still  Preparing  (leaves  this  task  'In  Progress') 

^  Request  More  Information  (leaves  this  task  'In  Progress') 
Awaiting  CO  Signature  (same  as  Still  Preparing) 

CO  Signed  (ends  workflow) 
r  Rejected  (ends  workflow) 
r  Needs  Revisions  (return  to  NEPA  Coordinator) 


Click  'Submit'  to  process  the  request. 


If  the  EIRB  requires  an 
Environmental  Impact  Statement 

"Approved"  and  the  request 
will  proceed  to  HQMC  Review 

"Not  Approved"  and  the 
workflow  will  end 


Marine  Corps  Support  Facility  -  Blount  Island,  FL 


NEPA  Coordination 


Environmental  Impact  Statement 


Click  here  to  view  request 


Form  Version:  1.0,0,71 


Click  here  to  view  related  documents 


The  Environmental  Impact  Review  Board  has  determined  that  this  request  requires  an 
Environmental  Impact  Statement, 

Please  prepare  an  EIS  and  select  the  approval  status. 

If  the  EIS  is  approved,  select  "Approved"  and  the  request  will  proceed  to  HQMC  Review. 
If  the  EIS  is  not  approved,  select  "Not  Approved"  and  the  workflow  will  end. 

When  you  are  ready,  press  "Submit". 


Due  on  or  before: 


6/10/2012 


Preparation  Comments: 


Review  Result: 


k  :  :  \i 

■  Approved  1  Not  Approved  4  Request  More  Information 


**  Still  Preparing 


J- 


Reviewer  and  Review  Date: 


Click  'Submit1  to  process  the  request. 


Cancel 


5u|qfWj_ 


NEPA  Workflow 
-  Environmental 
Assessment 


NEPA  Coordination 

NEPA  Coord.  IMO  Planner  NEPA  Coord. 
Submit  Review  Prep  for  EIRB  Prep  for  EIRB 

— * - — 

Govt.  Sponsor  Review 


If  the  EIRB  requires  an 
Environmental  Assessment 

"Approved"  and  the  request  will 
proceed  to  HQMC  Review 

"Not  Approved"  and  the 
workflow  will  end 


Catagorical  Exclusion 


HQMC  must  review  the  approved 
Environmental  Assessment  or 
Environmental  Impact  Statement 

Approved  -  The  request  continues  to 
Final  Document  Signing 

Rejected  -  Processing  ends 

Request  More  Information  -  Leaves 
on  your  task  list,  sends  an  email  to 
the  original  requester  asking  for 
more  information 

Awaiting  Review  -  Leaves  this  task 
on  your  task  list  and  shows  it  as  'In 
Progress' 


Click  here  to  view  request _ | _ Click  here  to  view  related  documents 

HQMC  must  review  the  approved  Environmental  Assessment  or  Environmental  Impact 

Statement. 

Select  the  appropriate  'Review  Result1  and  press  "Submit". 

•  Approved  -  The  request  continues  to  Final  Document  Signing. 

•  Rejected  -  Processing  ends. 

•  Request  More  Information 

-  Leaves  this  task  on  your  task  list j  sends  an  email  to  the  original 
requester  asking  for  more  information.  You  should  use  the  'Review 
Comments'  field  below  to  specify  the  extra  information  you 
need.  The  extra  information  will  be  added  to  the  bottom  of  the 
original  request  form. 

•  Awaiting  Review  -  Leaves  this  task  on  your  task  list  and  shows  it  as  'In  Progress', 


Due  on  or  before: 

6/24/2012 

Preparation  Comments: 

Review  Result: 

r  Approved 

r  Rejected  (Ends  workflow) 
r  Request  More  Information 
**  Awaiting  Review 

j 

Reviewer  and  Review  Date:  > 

^  J 

Click  ■Submit'  to  process  the  request.  Cancel  sutfW 


NEPA  Workflow 
-  Final  Document  Signing 


NEPA  Coordination 

NEPA  Coord.  IMO  Planner 
Submit  Review  Prep  for  EIRB 


Catagorical  Exclusion 


w  /  EA  ^ - - 

■0  •  9 - f—o — 

\  ^  y  HQMC  |  Final  Document  |( 

^  '  Review  V  Signing  / 

EIS  V  > 


IMO  NEPA  Environmental 
Specialist  indicates  that  the 
EA/EIS  has  received  its  final 
signature. 


Marine  Corps  Support  Facility 

/  -  Blount  Island,  FL 

NEPA  Coordination 

Form  Version:  1.0.0.84 

Final  Document  Signature 


Click  here  to  view  request 


Click  here  to  view  related  documents 


The  EA/EIS  requires  final  signature. 

When  the  signature  has  been  obtained,  select  the  "Signed"  option  and  press  "Submit" 


Due  on  or  before: 


Preparation  Comments: 


Review  Result: 


Reviewer  and  Review  Date: 


r  Signed  **  Awaiting  Signature 


Click 'Submit'  to  process  the  request. 


CBAWRT  Overview 


Safety  Personal  Protective 
Equipment  Workflow 
Example 


Safety  PPE  Workflow  -  Steps 
to  Completion  Diagram 


•v 


Government  Safety  Equip  IMO  Safety  Equip  Safety  Equip  Government 

Employee  Supervisor  Safety  Specialist  Environmental  Employee 

Specialist 


Required  items  indicated  with 
highlight  or  asterisks 

Select  from  “Eyewear”  or 
“Footwear”  options 

If  Eyewear  is  selected: 

Attach  current  prescription 

If  Footwear  is  selected: 

Attach  physician  certificate 

Identify  if  footwear 
conforms  with  ANZI  Z41 
requirements 


Marine  Cores  Support  Facilitv  -  Blount  Island,  FL 

Safety  Equipment 
Authorization 

Eyewear  ESOH-F-4.4.6. 1822/Original: 3  May  2010 
Footwear  ESOH-F-4. 4.6. 1821/Original:  3  May  2010 

Form  Version:  1.0.0.47 

Status:  New 


Email  Form 


Instructions  -  For  detailed  step  by  step  instructions  click 


The  information  below  is  required  so  that  your  request  for  new  personal  protective 
equipment  (PPE)  can  be  reviewed  by  the  appropriate  personnel. 


Complete  this  form  and  press  the  "Submit"  button  at  the  bottom. 


I  NEED  AUTHORIZATION  FOR: 


Q 


Eyewear 


Footwear 


J> 


EYEWEAR  AUTHORIZATION:  (TO  BE  COMPLETED  BY  EMPLOYEE) 

{ For  employees  working  more  than  50%  of  their  working  hours  in  EYE  Hazardous  | 

|  Opera  dons /Areas  }  \ 

EMPLOYEE  NAME: 

wdeq  developer 

EMPLOYEE  TELEPHONE: 

EMPLOYEE  JOB  TITLE: 

BLDG/AREA  WHERE  WORK  IS 

PERFORMED: 

DUTY  STATION: 

ORDER: 

REQUEST  FOR 

INITIAL  ISSUE  OF 

EYEWEAR: 

J-”'  Initial  Issue  of  Eyewear 

REQUEST  FOR 

REPLACEMENT  ISSUE  OF 

EYEWEAR: 

'•*"  Replacement  Issue  of  Eyewear 

LAST  PRESCRIPTION  DATE: 

SD 

II-  Lenses  Only 

r  other 

LEVEL  OF  WORK: 

Below  Shoulder  ^  Above  Shoulder 

EYE  HAZARDS  EXPOSED  TO: 

D  Dust  I-  Flying  Particles  T  Liquid  Splash 

Other;  . 

PRESCRIPTION: 

( 

i  have  attached  my  Eye  Prescription 

Attach  scanned  prescription  here. 

SIDE  SHIELDS  REQ 

h^IRED  AND  MUST  BE  PERMANENTLY  AFFIXED  J 

To  enable  the  'Submit'  button ,  confirm  that  you  have  attached  your  prescription  above. 


Save  Draft 


Submit  Request 


AD-HOC  COMMENTS  ABOUT  THIS  REQUEST: 


Fee!  free  to  add  your  comments  here. 
□  Add  Comment 


United  States  Marine  Corps.  Support  Facility  -  Blount  Island 


1 


Supervisor  reviews  Equip  request 

IMO  Safety  Equip  Safety  Specialist 
reviews  Request 

IMO  Safety  Equip  Environmental 
Specialist  reviews  Request 

Approved  -  Safety  Equipment 
Request  is  Approved 

Rejected  -  Safety  Equipment 
Request  is  Rejected 

Request  More  Information  - 

In  Review  - 


jty  PPE  Workflow  - 
pervisor(s)  Review 


Marine  Corps  Support  Facility  -  Blount  Island,  FL 


Safety  Equipment  Authorization 


Supervisor  Review 


Click  here  to  view  request 


Form  Version:  1.0. 0.5 


Click  here  to  view  related  documents 


A  Safety  Equipment  Authorization  request  has  been  submitted.  This  is  a  Supervisor  Review 
of  the  request. 

Please  review  the  request  by  clicking  on  the  links  above, 

Enter  your  review  comments  below  and  then  select  the  appropriate  'Review  Result1,  then 
click  'Submit'  to  record  your  choice. 

Review  Result: 

•  Approved  -  Safety  Equipment  Request  is  Approved. 

•  Rejected  -  Safety  Equipment  Request  is  Rejected. 

•  Request  More  Information 

-  Leaves  this  task  on  your  task  list,  sends  an  email  to  the  original 
requester  asking  for  more  information.  You  should  use  the  'Review 
Comments'  field  below  to  specify  the  extra  information  you 
need.  The  extra  information  will  be  added  to  the  bottom  of  the 
original  request  form. 

•  In  Review  -  Leaves  this  task  on  your  task  list  and  shows  it  as  'In  Progress'. 


Due  on  or  before: 


Review  Comments: 


Review  Result: 


Reviewer/Review  Date: 


Approved  r  Rejected  r  Request  More  Information 


Click 'Submit'  to  process  the  request. 


Safety  Personal  Protective 
Equipment  Workflow  - 
Equipment  Receipt 


Summary 


Tool  drives  streamlined  review,  coordination,  completion  and 
documentation  through  automated  workflows  of  various 
business  processes 

Helps  eliminate  instances  of  non-compliance  and  non¬ 
conformance,  help  ensure  materials,  equipment  and 
approvals  needed  for  to  support  operations  are  provided  in 
a  more  timely  manner,  enhances  communication  between 
organizations 

Improved  and  strengthened  overall  environmental 
management  while  improving  coordination  and  response 

Support  more  efficient  and  effective  operations  which  leads 
to  enhanced  mission  execution 


Questions  /  Comments 


Ms.  Shari  Kennedy 

Environmental  Specialist 

Marine  Corps  Support  Facility  Blount  Island 

Installation  Management  Office,  Environmental  Section 

5880  Channel  Island  View  Blvd,  Room  134 

Jacksonville,  FL  32226 

904.696.5140 

shari.kennedv@bic.usmc.mil 


Ms.  Robyn  Kreimborg 
CH2M  HILL 

Client  Service  Manager 
9428  Baymeadows  Road,  STE  300 
Jacksonville,  FL  32256 
904.705.7507 

robvn.kreimbora@ch2m.com 


Mr.  Marc  Cooper 

CRITIGEN 

Project  Manager 

7604  Technology  Way,  STE  300 

Denver,  CO  80237 

919.412.3442 

marc.cooper@critiaen.com 


